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907 May 13, 1904 

Heports of daily inspection at Laredo. 

Passed Assistant Surgeon Richardson telegraphs the following: 

May 5, 1904. 
Inspected to-day 3,372 premises and treated 484 water containers. 
One sick investigated. Ordered Cock, with two men, proceed by team 
from Cotulla to Carrizo Springs, investigate suspicious sickness there 
and disinfect. * * * 

May 6, 1904. 
Inspected to-day 1,246 premises and treated 460 water containers. 
Three sick investigated. 

May 7, 1904. 
Inspected to-day 1,376 premises and 527 water containers. One sick 
investigated. Purnell wires, address will be Monclova for several 
days. 

May 8, 1904. 
Inspected to-day 1,203 premises and treated 419 water containers. 
Five sick investigated. 

May 9, 1904. 
During 2 weeks ended May 7: Fumigated, Laredo, 151 houses con- 
taining 324 rooms; inspected to-day 1,241 premises and treated 518 
water containers. 

May 11, 1904. 

Inspected to-day 1,178 premises and treated 315 containers. Four 
sick investigated. 

INSPECTION SERVICE, MEXICAN BORDER. 

Inspection at El Paso, Tex. 

Acting Assistant Surgeon Alexander reports, April 30, as follows: 
Week ended April 30, 1904: 

Inspection Mexican Central passengers 350 

Inspection special Pullman passengers 15 

Inspection Mexican immigrants 47 

Inspection Spanish immigrant 1 

Disinfection soiled linen inspected for laundry pieces. . 397 

Fumigated carload of hides 1 

Vaccination of immigrants and children 11 

Vaccination of American children from Mexico 5 



